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TOr GAZETTE Ot-' INDIA ; EXTRAORDTNAHV [Part Sec. 3(ii)J 

f^TfiK) ^ 1 - ?rfsr^r ?rwT jfrr. m. 539 (?i) 7 ^?TTf; 

198 9 EFT ?rf!JWT ^TT, IT^^grfT W Eft^JTf'ir Tr3^- 

XTJT -, ?ftT if[T 'flP-Efr^T ?TTETf%T^ ?f?!!TTET 

ETf T'r, ^EfET ?f?STT^ ^ % ’TT if JTEfrffET 

t > 

[ttwt ETf. ifiol 1/2/88—tTTT f (fr 3 (t)] 

MINlStRY OF HEALTH & FAMILY W ELFARE 
(Department of Health) 

NOTIFICATIONS 
New Delhi, the 12th December, 1989 

S.O. 1036(E),—In exercise of the powers conferred by sub-scction (1) 
of section 7 of the All-India Institute of Medical Sciences Act, 1956 (25 of 
1956) and in supersession of the notification of the Government of India 
in the Ministry of Healtli and Family Welfare (Department of Flea 1th) 
No- S,0.539(E(),;'dated the 7th July, 1989, the Central Government hereby 
nominates Shri Nilamani Routray, Ministry of Health and Family Welfare 
and a member of tliq AH India Institute of Medical Sciences, New Delhi, to 
be the president of the said Institute. 


[No .V. 1601 l/2/88-ME(PG)] 

1037 (?t).— tfF!!TTn wfnfnqn, 19 so 

(l 956 EFT 25 ) ^ tTRT 6 Aff ^t!JRT (s) % ttrtT 4 % EST 

(3e) ^ SPTTTfyT if %nffET tT7?FT7: EfcT^TTT «Tt ^^rnfoT ^erTT^, ?t)t 

EFPirm n^lr ^'t EstJ 7^)^ TTr^rn % nr nTtim stt^- 

f^^rpT tf^*TT^,ETtf?v^% TITtr^FiT % ^9 Jfmrtnf^ EFtfrl: | ^fU,nTTt tt 
F^TFERl eF^JTT^ n^TFR ^ff tirf^^T TT^T eft tTrl,"3l'9 3 

3 1988 if ffTFET%fia'?r n'^ffnn 
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5rfg'^r Jf srf^fti (i) % ?«rFT t*: f?TJ^^f?rP??T srfjfffej 

^prifT spp^nrT ;— 

"ii'r rfH^rk 

'cfr? q’F7:'7R ?T^'t 

F?!7c=f> i” 

[*f!prr tr. kio 11 / 2 / 88 —i ('ft ^)] 
i5rR. %. ?TrfiiT, ^riTEfrr ?rf^?r 

S.O.1037(ii).—Tn punsuance of Claus'^ (e) of section 4, read witli sub¬ 
section (3) of section 6 , of the All-India Institute of Medical Sciences Act, 
1956 (25 of! 956), the Central Govereraeut hereby nominates Shri Nilamani 
Routray, Minister of Health and Family Welfare, New Delhi, to be a member 
of the All India Institute of Medical Sciences, New Delhi vice Shri Ratiquo 
Alam, and makes the following amendment in the notification of tlie Go-i 
vernment of India in the Ministry of Health and Family Welfare No.S.O. 
3193, dated the 3rd October, 1988, namely :— 

In the said notification, for entry I, the following entry shall be subs¬ 
tituted, namely :— 

“Shri Nilamani Routray, 

Minister of Health and Family Welfare, 

New Delhi’’. 

[N 0 .V.I 6 OI I/2/88-M.E.(PG)] 
R.K. AHOOJA, Jt. Secy. 
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